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IT’S HERE! THE GREAT NEW 





This complete engine test and service 
laboratory on wheels will make “engine 
service” the most profitable part of your 
entire service operation. 



COMPLETE TEST FACILITIES 

Why bypass any of your customers’ service 
needs when you can quickly determine the true 
condition of each important power plant area. 
Whether problems exist in the engine, ignition, 
fuel, starting or charging systems; you get 
factual information quickly and easily. Apply 
all of your valuable time to profitable service 
work — don’t waste it on guessing and hunting. 

COMPLETE SERVICE COVERAGE 

Quick Service or Tune-up, detailed Trouble 
Shooting or Quality Control, this tester will 
fill all your engine service requirements. 

COMPLETE VERSATILITY 

With this tester you can service any engine on 
the road today regardless of the number of 
cylinders, whether it is 2 or 4 cycle, or has a 
6, 12, or 24 volt electrical system — and impor- 
tant too, it tests transistorized or conventional 
ignition systems with equal ease. 

COMPLETE EASE OF OPERATION 

So easy to use, turns even the most difficult 
service problem into a simple job. With a mini- 
mum of test connections, the large, easy to 
read meters and the brilliant scope image pro- 
vide engine performance indications even an 
apprentice mechanic can interpret. This tester 
plus Sun s exclusive on-the-job training, will 
make a true expert technician out of any good 
mechanic. 



No detail has been overlooked, every facet of 
this top quality instrument has been carefully 
designed and constructed to provide many years 
of accurate and reliable diagnostic service. 



PRICE $1080°° 

INCLUDES OPERATING 
ACCESSORIES 



ELECTRONIC ENGINE 
TESTER 



A NEW HIGH IN SERVICE . . . 

AND PROFIT POTENTIAL! 

By combining over 30 years of leadership in the Automotive Service Field with 
the knowledge and know-how to design and build top quality equipment for the 
nation's space program — only Sun can offer ALL of these outstanding features 
in one, complete engine tester. 



Providing facilities for testing all five important 
engine areas, the 320 includes the Sun Scope, 
Voltmeter, Ohmmeter, Dwell meter, Tachometer, 
Condenser and Coil Testers, Combustion Effi- 
ciency Tester, Vacuum Gauge, Cylinder Leakage 
Tester, Timing Advance Control and Cylinder 
Balance Tester. All of this top quality instru- 
mentation combined in the most complete tester 
ever available. 



All new, Compact Ignition Scope. Makes analyz- 
ing all types of ignition problems a breeze. 
Special cathode ray tube with easy-eye screen, 
displays each portion of the ignition pattern 
brightly and distinctly. Ignition patterns dis- 
played independently or superimposed with just 
a flick of the switch. Equipped with a universal 
pattern pickup, compatible to all existing igni- 
tion systems. 



Finest in the industry — fully illuminated, easy 
to read 6 inch meters. Laboratory Quality — only 
with Sun, can you be assured of getting the 
latest, most accurate, and the finest instrumen- 
tation. 



The entirely new Timing Advance Control, makes 
the initial tuning adjustment a simple, but pre- 
cise operation. Both Mechanical and Vacuum 
controlled advance mechanisms are easy to test 
with this unique instrument, without removing 
the distributor from the engine. 

The super accurate “Secondary Tachometer” is 
unsurpassed for its precision indications. With 
scale ranges from 0 to 10,000 RPM and an 
“expanded” Cylinder Balance range of 400 to 
900 RPM, this tach fulfills the speed measuring ° 
requirements of all 2 and 4 cycle, single or 
multi- cylinder, spark ignited engines. 

Completely A. C. powered, no messy batteries 
to worry about. The 320 incorporates the latest 
in transistorized, voltage regulated circuitry 
which automatically compensates for line volt- 
age variations. You're assured of super accurate 
test indications every time. 

An example of the advanced design represented 
throughout this Electronic Engine Tester is its 
unique facilities for bench testing ignition coils. 
Whether coils are for conventional or transistor 
type systems, any possible defects will be in- 
dicated and observed on the ignition scope. 



THE 320 INCLUDES: 

ACCESSORIES 

• ILLUSTRATED INSTRUCTION MANUAL 

• TIMING ADVANCE CONTROL 

• EXHAUST CONDENSER AND HOSE 

• ENGINE SPEED CONTROL 

• SOLENOID STARTER SWITCH 

• HIGH TENSION PLIERS 

• TOP DEAD CENTER INDICATOR 

• RESISTANCE TEST CONTACTOR 

• VACUUM FITTING SET 

• SPARK PLUG CONNECTOR SET 

• LEADS, HOSES AND ADAPTERS 




ADVERTISING MATERIAL 

• COLORFUL FABRIC BANNER 

• EYE CATCHING ACETATE SIGNS 

• ASSORTED NEWS AD MATS 

• SERVICE CLINIC GUIDE 

• QUICK SERVICE TEST FORMS 

• SERVICE CLINIC TEST FORMS 





ASK YOUR SUN MAN FOR A DEMONSTRATION 





SALES AND SERVICE BRANCHES 



Atlanta Region 
1068 Arlington Ave. S.W. 
Atlanta, Georgia 30310 


Cincinnati Region 
6871 Main St. 
Cincinnati, Ohio 45244 


Detroit Region 
12742 W. Chicago Ave. 
Detroit, Mich. 48228 


Kansas City Region 
4010 Truman Road 
Kansas City, Mo. 64127 


Minneapolis Region 
1821 Glenwood Ave. 
Minneapolis, Minn. 55405 


Omaha Region 
4010 Truman Road 
Kansas City, Mo. 64127 


Portland Region 
7008 N. Interstate 
Portland, Ore. 97217 


Boston Region 
1193 N. Main St. 
Randolph, Mass. 02368 


Cleveland Region 
9301 Garfield Blvd. 
Cleveland, Ohio 44125 


Fort Worth Region 
3108 Fort Worth Ave. 
Dallas, Texas 75211 


Los Angeles Region 
5255 S. Atlantic Blvd. 
Maywood, Calif. 90270 


New Orleans Region 
3400 Hessmer Ave. 
Metairie , La. 70002 


Philadelphia Region 
2520 Wyandotte Rd. 
Willow Grove, Pa. 19090 


Salt Lake Region 
1388 S. Broadway 
Denver, Colorado 80210 

St. Louis Region 
563 North & South Blvd. 


Charlotte Region 
1068 Arlington Ave. S.W. 
Atlanta, Georgia 30310 


Dallas Region 
3108 Forth Worth Ave. 
Dallas, Texas 75211 


Indianapolis Region 
4970 W. 10th St. 
Indianapolis, Ind. 46224 


Memphis Region 
497 North Hollywood 
Memphis, Tenn. 38112 


New York Region 
58 Liberty Street 
Passaic, N. J. 07055 


Phoenix Region 
1326 N. 21st Ave. 
Phoenix, Ariz. 85006 


University City, Mo. 63124 

Syracuse Region 
1600 South Ave. 

Syracuse, New York 13207 


Chicago Region 
Harlem and Avondale 
Chicago, Illinois 60631 


Denver Region 
1388 S. Broadway 
Denver, Colo. 80210 


Jacksonville Region 
1068 Arlington Ave. S.W. 
Atlanta, Georgia 30310 


Milwaukee Region 
16057 W. National Ave. 
New Berlin, Wis. 53151 


Oakland Region 
8901 MacArthur Blvd. 
Oakland, Calif. 94605 


Pittsburgh Region 
7407 Irvine St. 
Pittsburgh, Pa. 15218 


Wash. D.C. Region 
2520 Wyandotte Rd. 
Willow Grove, Pa. 19090 



INTERNATIONAL OPERATIONS DIVISION 



BRAZIL 


CANADA 


ENGLAND 


MEXICO 


NETHERLANDS 


Sun Electric do Brasil 


Suntester of Canada Ltd. 


Suntester Limited 


Sun Electric de Mexico S.A., de C.V. 


Sun Electric (Nederland) N.V. 


Comercio E Industria Ltda. 


837 Royal Avenue 


Rippleside Commercial Estate 


Ave. de la Paz 36-A 


Pilotenstraat 20 


Rua Silva Bueno 999 


New Westminster, B. C. 


Ripple Road 


Villa A. Obregon 


Amsterdam W, 


Sao Paulo 


LA 1-1515 


Barking, Essex 


Mexico 20, D.F. 


Phone: 156781 



VENEZUELA 

Sun Electric S. A. 

Edificio Lepanto-Calle Don Juan 
Bajos de Tele Norma 
Colinas de Bello Monte 
Caracas, Venezuela 



AUTHORIZED DISTRIBUTORS IN ALL PRINCIPAL COUNTRIES 



SUN NATIONWIDE SERVICE 



NG BLANKETS THE NATION 



SALES 

REGION 



• SALES 

REPRESENTATIVE 





ELECTRIC CORPORATION 



HARLEM AND AVONDALE • CHICAGO, ILLINOIS 6063 1 



693-562 



Phone NEwcastle 1-6000 Area Code 312 



PRINTED IN U.S.A. 




